Index of Articles 


This index lists all articles published in the twelve 
issues of Data Management of Volume 13, 
January through December, 1975, including the 
proceedings of the 1975 Conference. 


The articles are classified according to the 
following areas: Hardware seiection and opera- 





Hardware selection and 
operations 





Bottlenecks in EDP Cost/Effectiveness, Donald C. Harder, 
Vol. 13, No. 6, (June, 1975) p. 32. 

Various bottlenecks impede the achievement of cost-effec- 
tive edp. 


Care and Handling of Magnetic Tape, Tim Morrison, Vol. 13, 
No. 10, (October, 1975) p. 26. 

Tape damage can be minimized by adhering to simple 
procedures in storing and handling magnetic tape. 


Disc Cartridge Cleaning, Edward Paley, Vol. 13, No. 7, (July, 
1975) p. 20. A routine maintenance program will greatly 
reduce serious problems that affect the equipment and the 
data itself. 


RX for Hospital Management: To Buy or To Share 
Computers?, Vol. 13, No. 2, (February, 1975) p. 10. 

A report on two computerized systems implemented by two 
different hospitals of similar patient capacities and services. 





Management 





Computer Assisted Fraud—Who Gets the Ax?, Milo Gilson, ~ 
Vol. 13, No. 4, (April, 1975) p. 22. 3 

Very few dp managers are taking effective measures to 
safeguard against fraud or embezzlement; yet it is the dp 
manager who loses the most from it. 


Data Processing Managers Need to Know Accounting, 
Donald D. Martin, Vol. 13, No. 11, (November, 1975) p. 26. 
Data processing managers must broaden their management 
repertoires to include previously unnecessary areas like 
accounting. 


Effective Management of Computer Operations, Marvin M. 
Wofsey, Walter J. Kennevan, Bruce E. Spiro and Patrick J. 
Martin, Vol. 13, No. 9, (September, 1975) p. 22. 

This panel covered subjects relating tc dp budgets as part of 
effective management at the 1975 Conference. 
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tions; Management; Minicomputers; Personnel 
training and education; Programming, software 
and documentation; Security, privacy and confi- 
dentiality; Simulation; Systems, control and 
measurement; DPMA; General interest. They are 
also listed alphabetically by author and grouped 
in a Staff heading when not bylined. 


How to Sell Your ideas to Management, John W. 
Demidovich, Vol. 13, No. 10, (October, 1975) p. 16. 

This article presents guidelines for helping decision-makers 
make the best decisions for their company. 


How to Turn Subordinates On—or Off, Henry O. Golightly, 
Vol. 13, No. 12, (December, 1975) p. 25. 

An executive has to accept the power that may lie in his 
words, for better or worse. 


Management Involvement in DP Planning, Tommy AR. 
Rodgers, Vol. 13, No. 2, (February, 1975) p. 24. 

A case history on the significance of corporate manage- 
ment’s involvement in developing the company’s information 
processing systems. 


Management Roles in Computer Acquisition, Edward O. 
Joslin, Vol. 13, No. 9, (September, 1975) p. 50. 
Management has a major role in each of the principal phases 
of computer acquisition. 


Marketing Executives Want More Help from the Computer, 
Charles N. Waldo and IK-Whan Kwon, Vol. 13, No. 4, (April, 
1975) p. 18. 

Marketing executives and edp personnei must come to a 
better understanding to effectively use their computers. 


People: Hidden Asset or Liability, Robert A. Fleck, Jr. and 
Bartow Hodge, Vol. 13, No. 4, (April, 1975) p. 14. 

All employees do not equally share the desire to change to a 
“better” system and do not produce constructively. 


Profile of an EDP Manager, Charles F. Bates, Jr., Vol. 13, No. 
12, (December, 1975) p. 15. 

In this excerpt the traits and qualifications of a good edp 
manager are outlined. 


Qualities of a Data Processing Manager, Clifford Elliott, 
PhD, Vol. 13, No. 1, (January, 1975) p. 35. 

Data processing managers specify the qualities which they 
feel the job demands of them. 


The Path to Top Management, ira S. Gottfried, CMC, CDP, 
Vol. 13, No. 9, (September, 1975) p. 32 

The author discusses the aspects of the difficult “path to top 
management.” 


The Successful Director of EDP in the Field of Education, 
Mark R. Bomball, PhD, CDP and Roland D. Spaniol, PhD, 
CDP, Vol. 13, No. 5, (May, 1975) p. 22. 

This article resulted from a study that investigated the 
characteristics which seem to indicate successful perfor- 
mance by managers of computer instaliations. 








The Uncertainty Gap: EDP Management’s Dilemma, Tom 
Gilb, Vol. 13, No. 1, (January, 1975) p. 47. 

An edp manager should prove his professional competence 
by clearly noting the degree of risk and the unknowns of his 
proposals. 


What It Takes to Be an Effective DP Manager, George Glaser, 
Vol. 13, No. 9, (September, 1975) p. 78. 
“If you can’t stand the heat, Rome wasn’t built in a day.” 





Minicomputers 





Minicomputers in Communications, Herbert M. Shanzer, Vol. 
13, No. 5, (May, 1975) p. 16. 

The minicomputer is uniquely suited to application in a 
communications oriented environment. 


‘“inicomputer in the Office, Steven G. Clayman, Vol. 13, No. 
3, (March, 1975) p. 22. 

The end “office” user is typically quite intelligent about his 
application software requirements. 


Role of Minicomputers, Jon David, Vol. 13, No. 2, (February, 
1975) p. 16. 
An overview of the revolution of minicomputers and the 
development of the distributed information systems is 
presented. 





Personnel training and 
education 





DP-Training Meeting the Real Needs of Business, L. E. 
Stone, Vol. 13, No. 7, (July, 1975) p. 18. 
This article explains how Scott Community College provides 


the training needed for a job in the business data processing 
area. 


Education for Employability in the Private EDP Schools, Pau! 
M. Pair, Vol. 13, No. 1, (January, 1975) p. 18. 

The educational and training institutions are responsible for 
designing and offering courses to meet the demand of “Mr. 
Employer.” 


Education for Users, Neal Thomsen, Vol. 13, No. 3, (March, 
1975) p. 24. DP training by itself will not win over 
management and the users—the only way is through results. 


Faculty Develops Curriculum with the Aid of Business, 
Cynthia L. Heinje, Vol. 13, No. 3, (March, 1975) p. 18. 
Rhode Island Junior College has its edp curricula evaluated 
by edp managers. 


Lack of Education and Incentives in the EDP Industry, 
Christopher J. Duckenfield, Vol. 13, No. 3, (March, 1975) p. 
20. 

Business reinforces universities’ unresponsiveness to its 
needs by hiring the expensive, unproductive university 
graduates. 


Psychology and the Systems Analyst, |lda W. Mason, Vol. 13, 
No. 3, (March, 1975) p. 29. 


The systems analyst has much to gain in his contract with 
non-edp personnel through the behavioral sciences. 


Still Need Business Knowledge in EDP, Lewis L. Copley, Jr., 
Vol. 13, No. 7, (July, 1975) p. 5. 

A commitment to learning your organization’s direction must 
be as strong as the one to pursuing dp knowledge was. 


Top Down Programmer Training, James McGuinness, Vol. 
13, No. 3, (March, 1975) p. 14. It is not essential that the 
programmer understand how the computer does it, but rather 
what it can do. 


Who Profits from Professional Development, James P. 
O'Grady, Jr., PhO, Vol. 13, No. 1, (January, 1975) p. 30. 
The author high!ights the impact that professional develop- 
ment has on the ovsiness community. 





Programming, software and 
documentation 





Audio Techniques for Program Documentation, Roger W. 
Elliott and E. R. Story, Vol. 13, No. 11, (November, 1975) p. 
32. 

The economics of audio documentation for programs are 
described along with a test of its effectiveness. 


Developing Standards in Software Documentation, Joseph 
Petito, Vol. 13, No. 1, (January, 1975) p. 16. 

Without management support, no documentation standards 
program can survive. 


Documentation by Computer, Tom Gilb, Vo!. 13, No. 3, 
(March, 1975) p. 17. 

We cannot entrust the maintenance of our complex systems 
to such unreliable documentation interpreters as human 
beings. 


Software Metrics— The Emerging Technology, Tom Gilb, Vol. 
13, No. 7, (July, 1975) p. 34. 


A greater emphasis must be placed on software measure- 
ment. 


The Pros and Cons of Structured Programming, F. Terry 
Baker, Vol. 13, No. 9, (September, 1975) p. 60. 

An introduction to structured programming is given plus its 
pros and cons and some results from an actual experience. 


Why Document? Carolyn Day, Vol. 13, No. 1, (January, 1975) 
p. 6. 

Documentation is essential to the effective development, 
implementation, modification and operation of any system. 





Security, privacy and 
confidentiality 





Data Banks—A Cause for Concern, Capt. John W. O. 
Williams, USAP, Vol. 13, No. 7, (July, 1975) p. 24. 
Concerted action is needed to solve the problems entailed in 
the subjugation of individual privacy through the use of 
massive computer data banks. 
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Data Center Security, Louis Scoma, Jr., Vol. 13, No. 9, 
(September, 1975) p. 19. 


Guidelines for setting up a secure computer complex are 
discussed. 


Privacy, William A. Fenwick, Esq., Vol. 13, No. 5, (May, 
1975) p. 18. 

Despite its laudable intention, the Privacy Act of 1974 would 
cause serious compliance problems if extended to industry. 


Privacy Briefing Washington, DC, Vol. 13, No. 7, (July, 1975) 
p. 6. 

This feature summarizes DPMA’s Briefing on Privacy 
Legislation, held May *, 1975 in Washington, DC. 


The Privacy Act of 1974, Vol. 13, No. 6, (June, 1975) p. 36. 
Here is the complete Privacy Act of 1974, the impact of which 
will be felt in the dp community for years to come. 


The Privacy Debate—Susiness Must Be Seen and Heard, 
Francis M. Gregory, Jr. and Wright H. Andrews, Vol. 13, No. 
8, (August, 1975) p. 32. 

This article focuses on the Koch-Goldwater questionnaire 
and the Commerce survey’s effects on future legislation. 





Simulation 





Basic Steps in Developing Simulation Models, Stephen F. 
Hallam, Donald D. Scriven, Mark R. Bomball and James A. 
Hallam, Vol. 13, No. 4, (April, 1975) p. 26. 

As the second in a series of articles designed to aid 
managers in using simulation, this one focuses on the eight 
basic steps in developing simulation models. 


Bench the Benchmarks, Vaughn Autrey, Vol. 13, No. 12, 
(December, 1975) p. 22. 

A strong case is made against using benchmarks and for 
using simulation. 


Five Practical Guidelines for Successful Completion of 
Simulation Models, Mark R. Bomball, Stephen F. Hailam, 
Donald D. Scriven and James A. Hallam, Vol. 13, No. 8, 
(August, 1975) p. 14. 

This article, fourth in the series, gives guidelines to help 
avoid pitfalls and therefore lead to successful simulation 
projects. 


Implementation of Selected Applications of Simulations in 
Business, Stephen F. Hallam, James A. Hallam, Mark R. 
Bomball and Donald D. Scriven, Vol. 13, No. 12, (December, 
1975) p. 16. 

This final article in our simulation series is designed to help 
managers apply simulation techniques in business. 


The Responsibilities of the Simulation Project Manager, 
Donald D. Scriven, Mark R. Bomball, James A. Hallam and 
Stephen F. Hallam, Vol. 13, No. 6, (June, 1975) p. 27. 

The task and responsibilities of a simulation project manager 
during the development and validation of the simulation 
model are described. 


The Validation of Simulation Models, Stephen F. Hallam, 
Mark R. Bomball, Donald D. Scriven and James A. Hallam, 
Vol. 13, No. 10, (October, 1975) p. 10. 


This fifth article in a series discusses validation and steps 
which wil! lead to more valid results. 
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Understanding Simulation in Decision Making, Stephen F. 
Hallam, Donald D. Scriven, Mark R. Bomball and James A. 
Hallam, Vol. 13, No. 2, (February, 1975) p. 30. 

Four university professors have developed a series designed 
to “help the manager understand simulation;” this was the 
first of six articles. 





Systems, control and 
measurement 





Command and Control: Replacement for Management 
Information Systems, Dr. Clair R. Miller, Vol. 13, No. 11, 
(November, 1975) p. 12. 

A different management philosophy—command and _ con- 


trol—requires the computer be adapted to the managerial 
situation. 


Computer Performance Measurement, Dale E. Brotherton 
and Donald C. Harder, Vol. 13, No. 1, (January, 1975) p. 12. 
A procedure for defining the capacity of a computer system 
and for producing performance reports is described. 


Implementing a Responsive Customer Service System with 
COM, Vol. 13, No. 1, (January, 1975) p. 10. 

Customer information service provided by a utility via the 
telephone was improved with the use of microfilmed records. 


Implementing Generalized Data Base Management, Victor 
Powers, Vol. 13, No. 5, (May, 1975) p. 36. 

This article reports the findings of a survey conducted to 
gather information about the implementation of generalized 
data base management systems. 


Measuring Cost and Potential Benefits of Computer Projects, 
Herbert B. Safford, CDP, Vol. 13, No. 9, (September, 1975) p.+ 
40. 

With a better understanding of corporate objectives, a dp 
departinent can do a lot to help a company meet those 
objectives. 


MIS Necessity, Jeffrey R. Guy, Vol. 13, No. 7, (July, 1975) p. 
38. 

With management information systems heading into a new 
growth period, management needs to look beyond the past 
performance of MIS and resist hesitancy to act. 


Production Analyst: A New Position for an Old Problem, 
Barry L. Bateman, PhD and Jim C. Wetherbe, Vol. 13, No. 12, 
(December, 1975) p. 30. 

A production analyst would be useful in maintaining a 
system, including handling user interface. 


Project Control in the Medium Sized DP Installation, Gustav 
G. Alexander, Vol. 13, No. 2, (February, 1975) p. 28. 

A simplified approach to protect control techniques for 
smaller installations is presented. 


Some Important Considerations in Data Communication, 
Garvin Tutt, Vol. 13, No. 9, (September, 1975) p. 36. 
The setup of a data communications system is explored. 


The Computer and Financial Reporting, Patrick M. Farrell, 
CDP, Vol. 13, No. 5, (May, 1975) p. 24. 

If computer system ant finance can articulate and 
communicate their needs io each other, the results can be 
remarkable. 





Understanding MIS Failures, Dr. John V. Soden, Vol. 13, No. 
7, (July, 1975) p. 29. 

Reasons and solutions for management information sys- 
tems’ failures are explored. 





DPMA 





Annual Report to Membership, Vol. 13, No. 10, (October, 
1975) p. 36. A fiscal report and financial statement are given. 


A Time of Change, Dr. Herbert R. J. Grosch, Vol. 13, No. 9, 
(September, 1975) p. 82. 
Dr. Grosch discusses DPMA’s role in this “time of change.” 


Blueprint for Success—All it Takes. -Enthusiasm, 
Salesmanship, Vol. 13, No. 11, (November, 1975) p. 9. 
The story behind Evergreen Chapter’s success. 


DPMA Education Foundation, Vol. 13, No. 8, (August, 1975) 
p. 30. 

Background of and objectives for the Education Foundation 
are given. 


DPMA—Tomorrow, Donn W. Sanford, Vol. 13, No. 3, (March, 
1975) p. 32. 

This article is a look ahead to DPMA's role in filling the future 
needs of the professional edp community. 

Executive Council 1975-76, Vol. 13, No. 8, (August, 1975) p. 
37 

Background on DPMA’s Executive Council members is given. 


Former DPMA President Swearingen Directs U.S. Senate 
Computer Services, Stephen P. Coha, Vol. 13, No. 12,” 
(December, 1975) p. 28. 

How new information system will help Senators legislate 


more effectively and keep constituents better informed is 
described. 


“Guests” at Chapter Meeting, Vol. 13, No. 12, (December, 
1975) p. 35. 

Several DPMA officers were guest speakers at a Charleston, 
SC chapter meeting via a conference telephone. 


INFO/EXPO '75, Vol. 13, No. 8, (August, 1975) p. 19. 
Photos and a recap of this year’s successful conference. 


J. Ralph Leatherman, CDP—DPMA International President 
1975-76, Vol. 13, No. 8, (August, 1975) p. 10. 

DPMA's international president gives his views on the 
Association, its present and future. 


Meet DPMA’s Computer Sciences Men-of-the-Year, Steve 
Coha and Frank Brueske, Vol. 13, No. 6, (June, 1975) p. 19 
Dr. Willis H. Ware and Dr. Donald L. Bitzer give their views 
and comments on the industry and other issues 

Regional Workshop Conference, Vo!. 13, No. 4, (April, 1975) 
p. 24. 

DPMA International held a program to provide more 
meaningful assistance to conference chairmen. 

Spotlight on Small Computer Users, Vo!. 13, No. 5, (May, 
1975) p. 42. 

This article provided a synopsis of three seminars on small 
computers that were featured at INFO/EXPO '75 


This Is DPMA, Vol. 13, No. 5, (May, 1975) p. 29. 


This article brought together pertinent facts about the 
Association. 





General interest 





Annual Index of Articles, Vol. 13, No. 3, (March, 1975) p. 35. 
This index lists all Data Management articles printed in 
Volume 12, January through December 1975. 


Can Organizational Development Help Data Processing, 
George K. Staropoli, Vol. 13, No. 10, (October, 1975) p. 23. 
The old theory, attitudes and behavioral norm of manage- 
ment must change. 


Distributed Data Processing, Clark Robbins, Vol. 13, No. 9, 
(September, 1975) p. 72. 

Distributed processing is defined in terms of the present and 
future. 


Facilities Management— Route to Tomorrow?, Donald G. 
Thomson, Vol. 13, No. 11, (November, 1975) p. 29. 
Facilities management is here today and is finding its niche 
in the computer services’ business. 


Growth in Use of Time-sharing, Denny W. Speidel, Vol. 13, 
No. 4, (April, 1975) p. 10. The time-sharing servicer has 
expanded by extending his capability through interactive 
orientation and network competence in his co-existent mode 
with the dp manager. 


How to Cost and Charge for DP Services, Sam A. Alward, 
Vol. 13, No. 9, (September, 1975) p. 54. 

Guidelines in determining whether to cost/charge for dp 
services are provided along with an example situation. 


| Speak Your Language—Developing and Maintaining 
Effective Communication, Lyle Yorks, Vol. 13, No. 9, 
(September, 1975) p. 34. 

Key characteristics of four personality styles are discussed in 


relation to promoting continuing dialog and reducing 
resistance to our ideas. 


Is Anybody Listening?, B. D. Sorrell, CDP, Vol. 13, No. 12, 
(December, 1975) p. 34 


Poor listening is one of the major barriers in effective 
communication. 


is Your Salary Equitable?, Robert J. Greene, Vol. 13, No. 2, 
(February, 1975) p. 20. 

Some considerations are given to help you assess your job 
against the rewards you receive. 


Mission Impossible!?, John P. Singieton and David L. 
Hodge, Vol. 13, No. 12, (December, 1975) p. 10. 


The success story of moving an entire data processing center 
in two days is told. 


Pragmatic Guidelines for EDP Long Range Planning, John V. 
Soden, Vol. 13, No. 9, (September, 1975) p. 8. 


This article summarizes approaches some major organiza- 
tions are taking toward edp long range planning. 


Program Maintenance Considerations in Structuring the 
Systems and Programming Department, Norman L. Paul, 
Vol. 13, No. 11, (November, 1975) p. 16 

Various structures of systems and programming groups in 
data processing departments are examined. 
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Retail inventory Shrinkage, K. S. McReavie, Vol. 13, No. 11, 
(November, 1975) p. 20. 

This article discussed the problem of inventory shrinkage and 
its potential control through data processing. 


Scheduling a Data Processing Center, Larry Winkler, Vol. 13, 
No. 9, (September, 1975) p. 14. 


Scheduling is becoming the nerve center of any organization. 
So You’d Like to Be More Creative, Thomas Gildersleeve, Vol. 
13, No. 10, (October, 1975) p. 31. 

The author investigates the characteristics of creative people. 


The Place of Computer Graphics in the Business Community, 
Jackie S. Potts, Vol. 13, No. 9, (September, 1975) p. 44. 
This article presents advantages of computer graphics for the 
business community. 


Universal Product Code Creates Retail Data Management 
Revolution, B. L. Trippett, Vol. 13, No. 8, (August, 1975) p. 
24. 

UPC has made it possible to automate store check-out 
operations; the first such system in use is examined. 


What Computer Systems Are Doing to Corporations, Charies 
P. Lecht, Vol. 13, No. 9, (September, 1975) p. 75. 

The computer system is the best corporate mirror that exists. 
When to Bill for Computer Services, John B. Wallace, Jr., 
Vol. 13, No. 7, (July, 1975) p. 12. 

When is billing users for computer services effective? 
Where Are We Going with Future Technology?, Vol. 13, No. 
1, (January, 1975) p. 20. 


Eleven industry leaders give their views of the future they 
anticipate for the edp industry. 





Articles listed by author 





Alexander, Gustav G., Project Control in the Medium Sized 
DP Installation, Vol. 13, No. 2, (February, 1975) p. 28. 


Alward, Sam A., How to Cost and Charge for DP Services, 
Vol. 13, No. 9, (September, 1975) p. 54. 


Andrews, Wright H. and Francis M. Gregory, Jr., The Privacy 
Debate, Vol. 13, No. 8, (August, 1975) p. 32. 


Autrey, Vaughn, Bench the Benchmarks, Vol. 13, No. 12, 
(December, 1975) p. 22. 


Baker, F. Terry, The Pros and Cons of Structured 
Programming, Vol. 13, No. 9, (September, 1975) p. 60. 


Bateman, Barry L. and Jim C. Wetherbe, Production Analyst: 
A New Position for an Old Problem, Vol. 13, No. 12, 
(December, 1975) p. 30. 


Bates, Charles, F., Jr., Profile of an EDP Manager, Vol. 13, 
No. 12, (December, 1975) p. 15. 


Bomball, Mark R., Stephen F. Hallam, Donald D. Scriven and 
James A. Hallam, Basic Steps in Developing Simulation 
Models, Vol. 13, No. 4, (April, 1975) p. 26. 


Bomball, Mark R., and so forth, Five Practical Guidelines for 
Successful Completion of Simulation Models, Vol. 13, No. 8, 
(August, 1975) p. 14. 
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Bomball, Mark R., and so forth, Implementation of Selected 
Applications of Simulations in Business, Vol. 13, No. 12, 
(December, 1975) p. 16. 


Bomball, Mark R., and so forth, The Responsibilities of the 
Simulation Project Manager, Vol. 13, No. 6, (June, 1975) p. 
27. 


Bomball, Mark R., and so forth, The Validation of Simulation 
Models, Vol. 13, No. 10, (October, 1975) p. 10. 


Bomball, Mark R., and so forth, Understanding Simulation in 
Decision Making, Vol. 13, No. 2, (February, 1975) p. 30. 


Bomball, Mark R. and Roland D. Spaniol, The Successful 
Director of EDP in the Field of Education, Vol. 13, No. 5 
(May, 1975) p. 22. 


Brueske, Frank and Steve Coha, Meet DPMA’s Computer 
Sciences Men-of-the-Year, Vol. 13, No. 6, (June, 1975) p. 19. 


Brotherton, Dale E. and Donald C. Harder, Computer 
Performance Measurement, Vol. 13, No. 1, (January, 1975) p. 
72. 


Clayman, Steven G., Minicomputer in the Office, Vol. 13, No. 
3, (March, 1975) p. 22. 


Coha, Stephen P., Former DPMA President Swearingen 
Directs U.S. Senate Computer Services, Vol. 13, No. 12, 
(December, 1975) p. 28. 


Coha, Steve and Frank Brueske, Meet DPMA’s Computer 
Sciences Men-of-the-Year, Vol. 13, No. 6, (June, 1975) p. 19. 


Copley, Lewis L., Jr., Still Need Business Knowledge in 
EDP, Vol. 13, No. 7, (July, 1975) p. 5. 


David, Jon, Role of Minicomputers, Vol. 13, No. 2, (February, 
1975) p. 16. 


Day, Carolyn, Why Document?, Vol. 13, No. 1, (January, 
1975) p. 6. 


Demidovich, John W., How to Sell Your Ideas to 
Management, Vol. 13, No. 10, (October, 1975) p. 16. 


Duckenfield, Christopher J., Lack of Education and 


Incentives in the EDP Industry, Vol. 13, No. 3, (March, 1975) 
p. 20. 


Elliott, Clifford, Qualities of a Data Processing Manager, Vol. 
13, No. 1, (January, 1975) p. 35. 


Elliott, Roger W. and E. R. Story, Audio Techniques for 
Program Documentation, Vol. 13, No. 11, (November, 1975) 
p. 32. 


Farrell, Patrick M., The Computer and Financial Reporting, 
Vol. 13, No. 5, (May, 1975) p. 24. 


Fenwick, William A., Privacy, Vol. 13, No. 5, (May, 1975) p. 
18. 


Fleck, Robert A., Jr. and Bartow Hodge, People: Hidden 
Asset or Liability, Vol. 13, No. 4, (April, 1975) p. 14. 


Gilb, Tom, Documentation by Computer, Vol. 13, No. 3, 
(March, 1975) p. 17. 


Gilb, Tom, Software Metrics—The Emerging Technology, 
Vol. 13, No. 7, (July, 1975) p. 34. 


Gilb, Tom, The Uncertainty Gap: EDP Management's 
Dilemma, Vol. 13, No. 1, (January, 1975) p. 47. 


Gildersieeve, Thomas, So You'd Like to Be More Creative, 
Vol. 13, No. 10, (October, 1975) p. 31. 





Gilson, Milo, Computer Assisted Fraud—Who Gets the Ax?, 
Vol. 13, No. 4, (April, 1975) p. 22. 


Glaser, George, What it Takes to Be an Effective DP Manager, 
Vol. 13, No. 9, (September, 1975) p. 78. 


Golightly, Henry O., How to Turn Subordinates On—or Off, 
Vol. 13, No. 12, (December, 1975) p. 25. 


Gottfried, Ira S., The Path to Top Management, Vol. 13, No. 
9, (September, 1975) p. 32. 


Greene, Robert J., is Your Salary Equitable, Vol. 13, No. 2, 
(February, 1975) p. 20. 


Gregory, Francis M., Jr. and Wright H. Andrews, The Privacy 
Debate— Business Must Be Seen and Heard, Vol. 13, No. 8, 
(August, 1975) p. 32. 


Grosch, Herbert R. J., A Time of Change, Vol. 13, No. 9, 
(September, 1975) p. 82. 


Guy, Jeffrey R., MIS Necessity, Vol. 13, No. 7, (July, 1975) p. 
38. 


Hallam, James A., Stephen F. Hallam, Donald D. Scriven and 
Mark R. Bomball, Basic Steps in Developing Simulation 
Models, Vol. 13, No. 4, (April, 1975) p. 26. 


Hallam, James A., and so forth, Five Practical Guidelines for 
Successful Completion of Simulation Models, Vol. 13, No. 8, 
(August, 1975) p. 14. 


Hallam, James A., and so forth, Implementation of Selected 
Applications of Simulations in Business, Vol. 13, No. 12, 
(December, 1975) p. 16. 


Hallam, James A., and so forth, The Responsibilities of the 
Simulation Project Manager, Vol. 13, No. 6, (June, 1975) p. 
27. 


Hallam, James A., and so forth, The Validation of Simulation 
Models, Vol. 13, No. 10, (October, 1975) p. 10. 


Hallam, James A., and so forth, Understanding Simulation in 
Decision Making, Vol. 13, No. 2, (February, 1975) p. 30. 


Hallam, Stephen F., Donald D. Scriven, Mark R. Bomball and 
James A. Hallam, Basic Steps in Developing Simulation 
Models, Vol. 13, No. 4, (April, 1975) p. 26. 


Hallam, Stephen F., and so forth, Five Practical Guidelines 
for Successful Completion of Simulation Models, Vol. 13, 
No. 8, (August, 1975) p. 14. 


Hallam, Stephen F., and so forth, Implementation of 
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